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executor, administrator or assign of the inventor); and, to the best of
his information and belief, the invention is new within the meaning of
Part I. of the Inventions and Designs Act, 1888, and no circumstance
exists which if the applicant is authorized to file a specification and files
it in accordance with that Part, will disentitle him to an exclusive
privilege thereunder in respect of the invention.

2.  The following is a description of the invention (here describe it and
the particular novelty whereof is consists).

3.  The applicant therefore applies for leave to file a specification of the
invention pursuant to Part I. of the Inventions and Designs Act, 1888.

(Signature and verification.)

THE THIRD SCHEDULE.

APPLICATION WHEEB PATENT HAS BEEN OBTAINED.

See sections 5 and 49.
To THE GOVERNOR GENERAL IN COUNCIL.

The application of (here insert name, occupation and address) for
leave to file a specification under Part I. of the Inventions and Designs
Act, 1888.

1.  The applicant (or, as the case may be, A. B. of whom the applicant
is tlie executor, administrator or assign) has obtained a patent in the
United Kingdom dated and sealed as of the         day of        , and actually
sealed on the          day of                   , for (state the title of the invention).

2.  To the best of the information and belief of the applicant, the
invention is new within the meaning of Part I. of the Inventions and
Designs Act, 1888, and no circumstance exists, which, if the applicant is
authorized to file a specification and files it in accordance with that Part,

'will disentitle him to an exclusive privilege thereunder in respect of the
invention.

3.  The following is a description of the invention (here describe it and
the particular novelty whereof it consists).

4.  The applicant therefore applies for leave to file a specification of
the invention pursuant to Part I. of the Inventions and Designs Act, 1888.

(Signature and verification.)